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BILL NO. S-76-01- 


SPECIAL ORDINANCE NO. S 

AN ORDINANCE approving Blanket Purchase 
Order for purchase of copper and bronze 
water works fittings for the period 
of January 1, 1976 thru June 30, 1976. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 


WAYNE, INDIANA: 

SECTION 1. That the contracts between the City of Fort 
Wayne, by and through its Mayor and the Board of Public Works and 
the following: 

Purchase Order B-7469 - TREATY CO. 

Blanket Order for Jan. 1, 1976 thru June 30, 1976 - 
Est. Qty. 3/4" Ball or improved Plug curb stops 
(Mueller H-15204) 

Est. Qty. 100 2 1/-" curb boxes, cast iron (Bingham 
Taylor 4901) 

Est. Qty. 200 Curb box repair lids, cast iron (Mueller 
H-10374) 

Est. Qty. 300 Valve box stay put lids, cast iron 5 1/4" 
(Bingham-Taylor 4906) 

Est. Qty. 200 Valve box top sections 12" long less lid 
Size No. B (Bingham-Taylor + C.l. Ring 9 1/2" 

Est. Qty. 200 Valve box top sections 24" long cast iron Less 
lid Size No. D (Bingham Taylor) +C.1. Ring 24 1/2" 

Est. Qty. 50 Valve box center section 30" long Size C cast 
iron (Bingham-Taylor 4906) 

Est. Qty. 10 Valve box center section 36" long F2460 cast 
iron (Bingham-Taylor 4906) Size CC 

Est. Qty. 100 Valve box extension 14" cast iron (Bingham- 
Taylor 4905-X) size 58 

Est. Qty. 50 Valve box base, cast iron size 6 (Bingham-Taylor 
4909A) 

Purchase Order B-7470 - CENTRAL SUPPLY CO., INC. 

Blanket Order for Jan. 1, 1976 thru June 30, 1976 - 
Qty. 400 5/8" Meter Couplings (McDonald - M-4622) 

Qty. 100 3/4" 3-Part Union Couplings (Jones-Jl528) 

Qty. 81 1/2" Ball or Improved Plug Curb Stops 
(McDonald - M6100) 

Purchase Order B-7471 - FARNAN BRASS WORKS 

Blanket Order for Jan. 1, 1976 thru June 30, 1976 - 
Est. Qty. 400 3/4" Meter Couplings (Farnan W-7210) 

Purchase Order B-7472 - CENTRAL SUPPLY CO., INC. 


Blanket Order for Jan. 1, 1976 thru June 30, 1976 - 
Est. Qty. 50 1" Meter Couplings (McDonald M4622) 

Est. Qty. 400 3/4" Corp. Cock flared (McDonald M4701) 

Est. Qty. 50 1" Corp. Cock flared (McDonald M4701) 

Est. Qty. 10 1 1/2" Corp. Cock flared (McDonald M4701) 

Est. Qty. 12 2" Corp. Cock flared (McDonald M4701) 

- 3-Part Union couplings (McDonald M4758) 

Ball or Improved Plug curb stops (Jones J-1906) 
Ball or improved plug curb stops (McDonals 


Est. Qty. 50 1" 
Est. Qty. 30 1" 
Est. Qty. 10 2" 
M6100) 

Est. Qty. 24 2" 


Gate valves w/ever du stems (Jones J-375) 
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Purchase Order B-7473 - AMTEK, INC. PLYMOUTH PRODUCTS DIV. 

Blanket Purchase Order for Jan. 1, 1976 thru June 30, 1976 - 
Est. Qty. 100 Curb box repair lids (Plastic) lid only 
(Ametek #2-22-33) 

Est. Qty. 200 Valve Box top sections + c.l Ring 9 1/2" long 
(Plastic) (Ametek) 

Est. Qty. 200 Valve Box top sections + c.l Ring 24 1/2" long 
(Plastic) (Ametek) 

Est. Qty. 100 Valve box top sections 24" long (Plastic) 
(Ametek) 5-245VBP-l-top) 

Est. Qty. 50 Valve box center section 36" long (Plastic) 

#5VB Bottom (Ametek) 

Est. Qty. 100 Valve box extension 20", #5 1/4 VB 
(Ametek) (Plastic) 

Est. Qty. 50 Valve box sections 5 1/4 VB #6 base, (Plastic) 
(Ametel) 

all as more particularly set forth in Bid Document Ref. No. 390 and 
all Purchase Orders which are on file in the Office of the Department 
of Purchasing and are by reference incorporated herein, made a part 
hereof and are hereby in all things ratified, confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by 









“WOfEcIlman 


APPROVED AS TO FORM 
AND LEGALITY,_____ 













Read the first time in full and on motion by IBuKpoQ, , second&d by' 

Co _, and duly adoptedo read the second time by title and referred 

to the Committee on 1 JUcd] jJa asu _ 


at - th - e-Geun - ei - 1 - Chambers , ^f^r^Couht.v Bui 1^TirqT~fwtHday^ on__ 

-— day ^of . 


the___ 

o"-clu ck PtMt ,E. S . T; - 

Date:_ ~ ~7G 


, 197 




Read the third time in full and on motion by_ 
seconded by ^ , and duly adopted, placed on its passaae. 

Passed (l5*S?) by the following vote: 


AYES NAYS 

ABSTAINED 

ABSENT 

TO-WIT 

TOTAL VOTES [ f\ 1 1 


EZl 



HINRA 

—21 _ 

HUNTER 

-A- _ 

MOSES 

Al ___ 

NUCKOLS 

A 

SCHMIDT, D. 

A, _ 

SCHMIDT, V. 


STIER 

-A — 

TALARI CO 

.A _ 


JL 


DATE: 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Z-ott-i nq M - a rp-)— { S e n -e ra! ) (Ann ex- a tlon ) (Special )■ (Appi^prTfHH-ori) Ordinance 

_, 197^. 

ATTEST : 4 (SEAL) 1 ^ 


(Resuttrtnxmf^No. ^& o n the_ Cp /^^d ay 




; T ^^JCl^TTERr^ /^RESIDING OFFICER 

Pf4se?i^SV>ii^to the Mayor of the Citv of^Tort-'l^aVneV Tiidiana', on the' 

.I. ' ■' -*~*Z*~ 



s:- ' 

day of* 


, 197 , at the hour of / c£ t^ ' clock 


ADDroved. and sinned by me this 


CITY CLERK 


£$«y° f .SjL* 


wiji. 







































































S-76-01-30 


We, your Committee on 


REPORT OF THE COMMITTEE ON ♦ CITY - UTILITIES 
City Utilities _ to whom was referred an Ordinance 


approving Blanket Purchase Order for purchase of copper and bronze water 


works fittings for period of January 1, 1976 thru June 30, 1976 


have had said Ordinance under consideration and beg 

Council that said Ordinance /v& PASS. 

leave' to report back to" the Common 

Paul M. Bums - Chairman 

/ 




John Nuckols - Vice-Chairman 

( 

c 



William T. Hinga 


/ 


_ 

Fredrick R. Hunter 




Samuel J. Talarico 



-j i 



_ 7 4 CONCURRED IN 

r \a ' T p (~ ^ 7 CHARLES W. WESTERMAN, CITY CUKK 
































Purchcasii^' 


^epor^r^e^ii 


December 17, 1975 

Board of PublIc Works « 

9th Fir. City County Bldg. 

Fort Wayne, Indiana 

Attn: Dr. J. Boswell Bid Ref. #390 

Attached is a copy of the successful bidders. 

Ametek, Inc. Plymouth Products Div. (P.0. #B-7473) 
Treaty Co. (P.Q. #B-7469) 

.Tha Fnrrl - Ma+or Pa |nr . (P.fl. 

Farnan Brass Works (P.0. #B-747I) 

Central Supply (P.0. #B-7472) ^ G’*'? 1 */’?# 

Copper and Bronze Water Works Fittings. 

A tabulation sh® 9 * I s attached. 




-- .B'K// V-)U 

Uocombor 9, 1975 

• ronzu Viator Wor^ks^M tt>I ng i 

/ 

Tr1-State P1umb1ng 

1 120 Taylor St. 

City 

A.Y. McDonald Hfg, * 
12tii 4 Pine St. 
Dubuque, Iowa 

d/s- 

502 Indiana Avo 
Shoboyoan, Wise, 

dllW 

ff-1473 

400) 5/8" Motor 
loup11nqs , 

■ / 



(400) 3/4" Motor 
loupIIngs 




< 50 ) 1" Motor Couplings 


1 


(400) 3/4" Corp. Cock 
r 1 a rod 



1 

1 


(50) 1" Corp. Cock Flared 

1 




(10) 1 1/2" Corp. Cock 

F 1 a red 




(12) 2" Corp. Cock 

F 1 a ro d 




( 100) 3/4" 3-Part UnI on 

Coup lings 




(50) 1" 3-Part Union 

Coup lings 




(350) 3/4" Ball or Improve 

Plug Curb Stops 

c 




"prol 1" tin I I or I mp roved 
P| un Curl) Stops 


(M) 1 1/2" Ball or Improvoc 

p! un Curb Stops 























































iuii'.uu.//iyu 

s Decembe r 9,1975 

i ze Waterworks Fitting ; 

(page 1) 

at 1 on al Mill S upp 1 / 
501 Distribution 
City 

Viayne Pipe & Supply 
1015 5. Anthony Blvi 
Ci ty 

<0 6 

Control Supply 
.701 Hast Wallace 
City 

a/1 aa. 

/ Xfo/C fao 

0) 5/8" Meter 
p If ngs 

‘ty% 30 

, 3/6 


//ICA'uMl 

PP 

10 ) 3/4" Meter 
ip 1 i ngs 

/03 

) 

pH 

)) 1" Meter Coup 11ngs 

/•*r 


m / (5) 

70) 3/4" Corp. Cock 
a rod . 

£36 


3.4c / 

0) 1" Corp. Cock Flared 

dff 



!--- - 

0) 1 1/2" Corp. Cock 

ored 

fS/f 


A / 

2) 2" Corp. Cock 
a re d 



<3437 ' ' 

100) 3/4" 3-Part Union 
->up lings 

' Iff 

/ 

/J(y) Ml 

50) 1" 3-Part Union 

o u p 1 i n g s 



/ 

7 .50) 3/4" Uali or Improve 

lug Curb Stops 

| $45 


13,5 4.3-/. 

~/***«%r - 

-0 ) 1 " tia 1 1 or Imp roved 

lug Curb Stops 

/om3 

i i 

H' ** 

; n) 1 1/2" Dali or Improve 

' 1un Curb Stops 

e ££.ao 


33S/X 

,v i'.»1’ )■ or In proviid Plug 

S/.S4 


33- & (l3/3^ 
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VPT ? Uocombo r 9, 1975 

ronzu Water’Works Fittings 
(page 1) 

/ 

ft/A p\/C&L 

Tbo Treaty Co. 

4020 We 1 |s St. 

City 

<&/■<«& 

A/a 

Ford Motor liox Co. 
Wabash, Ind. 

K-nioy* 

Fa man Brass Wop 

1104 Center St. 
Cleveland, Ohio 

B-~>A7f 

/100) 5/0" Motor 
'oup 1 I ngS 

-— //d> 


.710 

./u<Lt/A /7-3 o 

tOO) 3/4" Meter 
'oup 1 1 ngs 

AM 

* A 07 

’© 

(50) 1" Meter Couplings 

A-737 

A7/ 

/*/ 

MOO) 3/4" Corp. Cock 

F1arod 

3.3/a 

3-VA 

335 

<50) 1" Corp. Cock Flared 


330 

3/0 

(10) 1 1/2" Corp. Cock 

Flared 


/3<Z5 

/A-fa 

( 12) 2" Corp. Cock 

F 1 a re d 

< 7 . 5 : 33 / 

3Z5.J5y/ 

AtA./O 

(100) 3/4" 3-Part Union 
Coup lings 

' Af// 

<gy 

3.55 

(50) 1" 3-Part Union 

Coup linns 

3.377 

33 / 

3.30 

(350) 3/4" Bail or Improve* 

f’ lug Cu r!j Stops 

1 

7/3 


(30) 1" Hall or Improved 

Plug Curl) Stops 

/3-3/A 

\ 

/A 73 


(H) 1 1/2" Hall or Imp rove* 

I’lun Curb Stops 

L £3. /// 

0E3 



3j/>0 

' 33// 












































D.KEf'.UO. /r <pn 

,TE Decomber 9, 1975 

onze Water Works Fitting 
(page 2) 

National Mill Supp 

5501 Distribution 

!y Wayne Pipe A Supp 

1815 S, Anthony 

y Central Supply 
701 East Wa1J a 

4 ) 2” Gato Va i ves- 
’Ever Du Stems 




l(VO) 2 1/2" Curb Boxes, 

3 s t 1 ron 




1200) Curb Box Repair Lids 
as t 1ron 

' 



100) Curb Box Repairs Lids 
1 a s 11 c 

• 



200) Curb Boxes, Plastic 




7100) Valve Box Stay Put 

1ds Cast - 1ron 




200) Valve Box Top Sect¬ 
ors 12" Long 




200) Valve Box Top Sect¬ 
ion - 24" Long Cast Iron 




(100) Valve Box- Top 
lection- 24" Long Plastic 




(50) Valve Box Center 
5octlon~20" long-Cast Iron 

| 


( 10) Valve Box Center Sect! 
14 ,r Long Cast Iron 

:>n 


(100) Valve Box Extension 
14" Cast Iron 


i 


























-a35?Ql. .. 

TR Oocombor 9, 1975 

in 20 Water Works Fitting 
<pago 2) 

y Co 

4020 Wei lb St. 

City - 

. 

V 

Of 

Wabash, lad. 

1 104 Center St. 
Cleveland, Ohio 

4) 2" Gato Valvos- 
1 ver Du Stems 




00) 2 1/2" Curb Goxes,M< 
s t 1 roil J 

(77,3/2) ^ 

V *A*., ' •A'*. ,/«— 



200) Curb Box Repair Lid? 
st Iron 

'Msiu ' 



00) Curb Box Ropalrs Lids 
a stlc 




*00) Curb Boxes, Plastic 

. 



0OO ) Valve Uox Stay Put 
ds Cast 1 1ron 




’00) Valve Box Top Sect- 
ins 12" Long 

Q>^ gspy [/ 



/ 

■*00) Valve Uox Top Sect- 
in - 24" Long Cast Iron | 





100) Valve Box 1 Top 
action- 24" Long Plastic 



/ 

50) Valve Box Center ( 

ectlon-20" long-Cast Iron 




10) Valve Box Center Secti 
A" Long Cast Iron 




100) Valve Box Extension 
<1" Cant Iron 




' ^ 1 Va 1 vn Bov (Usti 































. ^Z?0 -- ! 

>AT!2 Do comb or 9. 19 79 

ironze Water Works Fitting ; 

([> a g e 2 ) 

/ 

rI-S hate Plumbing 
120 Taylor St. 

Ci ty 

A.Y. MeDona Id Mfg. / 
12th & Pine St/ 1 
Dubuque, Iowa '• 

Amotek-Plymouth 
502 Indiana 
Sheboyoan , V/ i sc. 

' •: C' 

?A) 2" Gato Valvos- 
i/f:ver Du Stems 




1 / 2 /^rb 
^k-4-f-\Tn y 

\$c>\t>~,t/^l 

^Cr~3 - ■■—] 



V 

1200) Curb Box Repair Lids 
last 1 ron 

• ' 



100) Curb Box Repairs Lids 
Mastic Li © cy**^*^ 

* 


C^Jy 

/~\ i 






rpc / #< ^ 7 



^. . .. 

[900) Valve Box Stay Put 
.Ids Cas t ' 1 ron 



■ ....T 3 — 

200 ) Valve Box Top Sect- 



■<E>; 

700) Valve Box Top Sect- 

4- c, x7K\ M6- - > V W l, UK)tr 




100) Va 1 vo BOX' Top 
lection- 24" Long Plastic 

as’-vysy/s-j?/ 7®£ 



C3/ 

90) Valve Box Center D^. 
loot! o n o'r] ‘ 

r- 7 A *i \/7/ /V <0 M 



Q£)Y. 

i n Vo yi 



'x£H/ 

100) Valve Box Extension 
-cl * O Y \/ D 
- 7,r)^ */ v . .-■:.~^ 2 U-nlC 


i 

I 

O' 

M ->0) Valve Box ^Uasej ^ f O 


i 































































YTE Do co mb or 9, 1979 

onze Wator Works Fitting 
( p ago 3 } 

r Trl-State Plumbint 
1120 Taylor St. 
City 
s 

1 A.Y. McDonald Mfg. 
12th APIne St. 
Dubuque' Iowa 

J-# J 

Ametek-P | yrnouth 
502 Indiana 
Sheboyoan, Wise. 

urb Service Box Complete 

4 to 94" Adjustment I 

op Section 22~l3ottorr> 33 

-H-—H—-m- 

r tl 

J - / 

CwMUo; '/,S>5A*X 


> ( 

■Jb. c2JK / «£*cj 

el 1 vo Box Complete 

1 to 72" Adjustment 
op Section 24-*-t3ottom 40 

l&5'-WS-'/&(- 6a 

-*( 

Os?sM&r 


N»LuA fj-t tlx /Bl <0 Gy/ 

%6 LT C*v-tO irV J 

5F=--■" 
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1 



' 



■ I 




































©DW ®IF IF®[ffiT \5SSSm\Ei 

CSTY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


Treaty Co. 

4020 Wells St. 

Fort Wayne, Indiana 


l_ 





ORIGINAL ~ - 

PURCHASE ORDER NO. fcj .(J 

Tnis number must appear o 


December 15. 1975 


SHIP TO - 


Water Maint. & Service Dept. 
415 E. Wallace St. 

Fort Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



EST. 

QTY 


100 

200 

300 

200 

200 

50 

10 

100 

50 


Blanket Purchase Order for Jan. I, 1976 thru 
June 30, 1976 for: 


3/4 '} Ball or improved Plug curb stops 
(Mueller H-15204) 

2 1/2" curb boxes, cast iron (Bingham Taylor 4^01) 
Curb box repair lids, cast iron (Mueller H-103' 
Valve box stay put lids, cast iron 5 1/4" 

(Bingham-Taylor 4906) 

Valve box top sections 12" long less lid Size 
No. B (Bingham-Taylor + C.l. Ring 9 1/2" 

Valve box top sections 24" long cast iron Less 
lid Size No. D (Bingham Taylor) + C.1. Ring 
24 1/2" 

Valve box center section 30" long Size C cast 
iron (Bingham-TayI or 4906) 

Valve box center section 36" long F2460 cast 
iron (Bingham-Taylor 4906) Size CC 
Valve box extension 14" cast icon (Bingham-Tay 
4905-X) size 58 

Valve box base, cast iron size X 6 (Bingham- 
Tay lor 4909A) 


Net 30 days 
F.O.B. - Delivered 
Per Bid Ref. #390 
SUBJECT TO COUNCILMANNIC APPROVAL 


Ship: as released on Department 
Purchase orders from usi 


RB/bn 


NOSE: TERMS OF PAYMENT MUST BE SHOWN ON 


INVOICE. OTHER’v 





















r 


©DTO ®F [FCDffiTr OTMKKE 

CSTTY UTILITIES ' 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 

Central Supply Co., Inc. 

701 E. Wallace St. 

Fort Wayne, Indiana 



L 


J 


ORIGINAL B-7470 

PURCHASE ORDER NO. 

This number must appear on each pack¬ 
age. packing slip, invoice, bill of lading, 

n . iT r December 25. 1975 _ 


SHIP TO - 


Water Maint. & Service Dept. 
415 E. WaI lace St. 

Fort Wayne, Indiana 


400 

100 

8 


MAIL ALL lltfflKffiuffir 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Blanket Purchase Order for Jan. I, 197*6 thru 
June 30, 1976: 

5/8" Meter Couplings (McDonald - M-4622) 

3/4" 3-Part Union Couplings (Jones - JI528) 

I 1/2" Ball or Improved Plug Curb Stops 
(McDonald - M6I00) 

F.O.B. Delivered 

2 !% 10th prox. Net 30 days 

Per Bid Ref. #390 


Ship: As released on departmental purchase 
order from using department. 


154.02 


.8( 

1 .86 


SUBJECT TO COUNCILMANIC APPROVAL 


. i i ' 


RB/bn #4324 


: .pbe. 


JTiOM! 

cnr-: IA r ' oun ts ;h : 


on ; Sti 


MS OF .PAYMENT MUST BE SHOWN ON 


; OF INVOICE. OTI 


SUBJECT TO CONDITIONS ON REVERSE S 


BY 
































r 


©dw ®f f®gbt wmm 

CJTY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

Farnan Brass Works 
1104 Center Street 
Cleveland, Ohio 


L 



ORIGINAL *' 

PURCHASE ORDER NO. 0 


im i 


j 


SHIP TO — 


Water Maint. & Service Dept. 
415 E. Wallace St. 

Fort Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 


INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Blanket Purchase Order for 
June 30, 1976: 


Est. 


Jan. 



Qty. 

400 


3/4" Meter Couplings (Farnan W-7210) 


.96 


Net 30 days 
F.O.B. Delivered 
Per Bid Ref. #390 


Ship: as released on departmental purchase 
order from using department. 


SU8JECT TO COUNCILMAN 1C APPROVAL 


























r 


@DW ®F tFCDUBT \5SlfSm\E 

C!7Y UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CltY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Central Supply Co., Inc. 

701 E; Wallace St. 

Fort Wayne, Indiana 46803 



L 


J 


ORIGINAL 'r 

IRCHASE ORDER NO. D I m J 


Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 



SHIP TO ■ 


Water Maint. & Service Dept. 
415 E. Wallace St. 

Fort Wayne, Indiana 


MAIL ALL INVOICEWO- 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46S02 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Blanket Purchase Order for Jan. I, 1976 thru 
June 30, 1976. 


I” Meter Couplings (McDonald M4522) 

3/4" Corp. Cock flared (McDonald M470I) 

K I" Corp. Cock flared (McDonald M470I) 

I 1/2" Corp. Cock flared (McDonald M470I) 

2" Corp. Cock flared (McDonald M4701) 

I" 3-Part Union couplings (McDonald M4758) 

I" Ball or Improved Plug curb stops (Jones J-! ( 
2" Ball or improved plug curb stops (McDonald 
M6I00) 

2" Gate valves w/ever du stems (Jones J-375) 

Ship: as released on deptmentaI purchase orde 
from using department. 

2%~ 10 days net 30 _ 

F.O.B. Delivered 
Per Bid Ref. #390 


I .38 
3.33 
4.84 
14.96 
24.00 
3.00 
7.39 

31.24 

21.66 


ATTENTION! 


SUBJECT TO COUNCILMAN 1C 


RB/bn #4324 


?cnerfii Acooun 

"vj-'i v 


























4B0WW EFdDtKTT TOTO 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Amtek, Inc. Plymouth Products Div. 
502 Indiana Avenue 
Sheboygan, Wisconsin 53081 



L 


J 


SHIP TO ■ 


Water Maint. & Service Dept. 
415 E. Wallace St. 

Fort Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Est. 

Q-ty. 


Blanket Purchase Order for Jan. I, 1976 thru 
June 30, 1976.; 


Curb box repair lids (Plastic) Lid only 
(Ametek #2-22-33) 


Valve Box top sections + C.I. Ring 9 1/2" long 
(Plastic) (Ametek) 

Valve Box top sections + C.I. Ring 24 1/2" lon& 
(Plastic) (Ametek) 


Valve box top sections 24" long (Plastic) (Amevek 
5-245VBP-I-top) 


Vglve box center section 36" Jong X (plastic) 
#5VB Bottom (Ametek) 


Valve box extension 20", 1/4 V= 

(Ametek) (Plastic) 


Valve box sections 5 i/4 VB #6 base, (Plastic) 
(Ametek) 


1.22 

8.36 

11.90 

6.59 

6.30 


') OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHESWI 

























DIGEST SHEET 


TITLE OF ORDINANCE: 


Special Ordinance No. 3030 




DEPARTMENT REQUESTING ORDINANCE: Board of Public Works 


SYNOPSIS OF ORDINANCE: Covers blanket purchases of copper and bronze water works 


fittings, to be released to Water Maintenance and Service Department as' needed 

for period January 1, 1976 thru June 30. 1976 as follows: 


Blanket Purchase Orders: B~7469 Treaty Company 

B-7470 Central Supply Co., Inc 

B-7471 Farnan Brass Works 

. B-7472 Central Supply Co.. Inc, 

B -7473 Amtek, Inc. 


Attachment: Bid Tabulation No, 390 


EFFECT OF PASSAGE: Available materials for Water Maintenance and Service 

Department at quantity price. 


EFFECT OF NON-PASSAGE: _ Materials may not be available when needed and cnsi^ 

would be higher.- - . 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): Cost to City Utilities. 


ASSIGNED TO COMMITTEE (J.N.): 
































